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provision of this section or refusing or neglecting to properly disinfect and clean 
any car when so directed, as herein above required, shall be subject to a penalty of 
$50 for each and every such offense. 

Common Drinking Cups— Prohibited in Public Places. (Reg. Bd. of H., Sept. 8, 

1914.) 

Sec. 62. Drinking cups for common use forbidden. — No person, firm, or corporation 
as owner, agent, employee, or person in charge or control of any railroad or railway 
station, located within the county of New Hanover, any railroad or railway car or 
train operated from point to point within said county, any public, private, or parochial 
school, any municipal or office building, any lodging or boarding house, hotel, club, 
theater, public hall, playground, factory, office, store, market, or public structure 
of any name or description whatsoever, shall keep, offer, exhibit, or display for com- 
mon use, any drinking cup, glass, or other receptacle. Any person, firm, or corpor- 
ation violating any of the provisions of this section shall be subject to a penalty of 
$10 for each and every such offense. 

Common Towels— Prohibited in Public Places. (Reg. Bd. of H., Sept. 8, 1914.) 

Sec. 63. Towels for common use forbidden. — No person, firm or corporation owning, 
in charge of or in control of any lavatory or wash room in any hotel, restaurant, factory, 
store, market, office building, school, public hall, railway station or public place or 
building, shall maintain in or about such lavatory or wash room any towel for common 
use, nor shall they or any of them expose for use or allow to be exposed for use in any 
such place, any towel, to be used by more than one person such as that now known as 
the roller towel. Any person, firm, or corporation violating any provision of this 
ordinance shall be subject to a penalty of $10 for each and every such offense. 

Water Supplies — Protection of Water System from Contamination by Connection 
with Fire Pumps. (Reg. Bd. of H., Sept. 8, 1914.) 

Sec. C4. Connections between fire pumps and public water supplies,' — Whenever any 
factory or mill, warehouse or other place shall install or maintain for private use any 
fire pump or other pump connected with any circulation or sprinkler system which in 
turn is connected either directly or indirectly with the mains conducting a public 
water supply in the county of New Hanover, application shall be made to the board 
of health for a permit for such connection, and no such connection shall be made or 
maintained without a permit from the board of health. 

All connections such as are described above shall be subject to inspection by agents 
of the board of health, and whenever such inspection shall show that the said connec- 
tions are not made and maintained in conformity with the requirements hereinafter 
imposed said connection or connections shall be discontinued until such time as the 
requirements of the board of health shall have been completely fulfilled. 

Every connection now existing or hereafter made between the private water system 
of any mill, factory, warehouse, or other such place and any public water system 
shall be provided with an efficient gate valve situated between the fire pump or other 
pump provided for such private system and the circulation system which is connected 
with said public water supply. 

There shall be provided at the point of connection between the said private water 
system and the mains of the said public water supply a check valve of approved 
make and design. 

The aforesaid gate valve situated between the pump of the private water supply 
and the circulation of said supply shall be closed and sealed by the agent of the board 
of health at the time of its installation, and shall be opened only for the purposes of 
inspection or test by him or in his presence, save and except at such times when in 
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case of fire the use of said private pump and circulation may become necessary, in 
which event said seal shall be broken by the persons owning and operating said pri- 
vate system who shall at once notify the county health officer that said seal has been 
broken and said valve opened. 

It shall be the duty of the county health officer when so notified to cause said valve 
to be closed and sealed immediately after the use of said system in such emergency. 

Whenever upon inspection it is found that any installation of a private water supply 
in any mill, factory, warehouse, or other such place does not conform to these regu- 
lations it shall be the duty of the county health officer to notify the person, firm, or 
corporation owning or operating such place and system to install such valves as are 
hereinabove described within 30 days from the date of said notice. 

Any person, firm, or corporation who shall violate any of the provisions of this sec- 
tion, or who shall fail or neglect to install or maintain any valve or valves or part or 
parts thereof that are required in this section, shall be subject to a penalty of $50 for 
each and every such offense, and each day's failure to comply with the requirements 
of this section after due notice shall constitute a separate and distinct offense. 

Communicable Diseases — Notification of Cases — Quarantine — Vaccination — 
Schools— Disinfection— Burial— Sale of Sera and Vaccines. (Reg. Bd. of H., 
Sept. 8, 1914.) 

Sec. 65. Diseases declared dangerous to public health. — The following diseases are de- 
clared to be communicable and dangerous to the public health, viz: Cholera (Asiatic 
or epidemic), bubonic plague, leprosy, typhus fever (Brill's disease), yellow fever, 
anthrax, malignant pustule, glanders, scarlet fever (scarlatina, scarlet rash), diph- 
theria (diphtheritic croup, diphtheritic sore throat), septic sore throat; typhoid fever, 
paratyphoid, malaria (hemorrhagic fever, black water fever), cerebrospinal meningitis 
(spotted fever), infantile paralysis, pellagra, pneumonia, amebic dysentery, infan- 
tile diarrhea with marasmus, entero colitis, whooping cough, tuberculosis in all 
forms, epidemic influenza, mumps, measles, German measles, trachoma, ophthal- 
mia neonatorum, chicken-pox, trichinosis, and rabies. 

Sec. 66. Diseases to be reported by physicians. — Whenever a physician knows or 
suspects that any person whom he has called to see, living or being within the county 
of New Hanover, or any physician or other person in charge of any sanitorium or hos- 
pital, within the county knows or suspects that any person in such institution is 
infected with any of the diseases declared communicable and dangerous to the public 
health in section 65, he shall in cases or suspected cases of smallpox, typhus fever, 
bubonic plague, Asiatic cholera, and yellow fever report the same without delay to 
the county health officer, and in cases or suspected cases of the other diseases therein 
enumerated he shall, within 24 hours, report the same to said county health officer, 
giving in all instances the street and number or location of the house or institution, 
with such additional information that he shall be called upon to give by the county 
health officer. Any physician violating any of the provisions of this section shall be 
subject to a penalty of $25 for each and every such offense. 

Sec. 67. Diseases to be reported by others than physicians. — Where no physician is in 
attendance, but the patient shall be under the care of a nurse, it shall be the duty of 
such nurse to make the report and give the information hereinafter required; and in 
case there is no attending physician or nurse it shall be the duty of the head of the 
household or of the proprietor or person in charge of any hotel or lodging house wherein 
any person may be who is infected or suspected of infection with any of the diseases 
declared communicable and dangerous in section 65, to report the same within 24 
hours to the county health officer, giving in each instance the street and number or 
location of the house or patient, together with such further pertinent and necessary 
information as he or she may be able to give to the county health officer or to any 



